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IRISH LAND COMMISSION. 



MONTH as JUNE, 1896. 



Summary of Proceedings under “ The land Law (Ireland) Acts, 1881 and 
1887,” up to the 30th day of June, 1896 ; also of Proceedings up to 
same date, under “ The labourers (Ireland) Acts, 1883-1891,” and under 
“The Purchase of land (Ireland) Acts, 1885. 1888, and 1891,” and 
“The Eedemption of Rent (Ireland) Act, 1891.” 



COURT OP TEE IRISH LAND COMMISSION. 



I. — Fair Rent. 
(a.) In Court. 



FIRST STATUTORY TERM. 



ApplicatioDB under “Laud Law 












(Ireland) Act, 1881,” to have 






Rents Fixed — 






Fair Rents fixed in Court to 












3Ist May, 1896, . 


180,766 




By Chief Commission to 31st 






Applications received in month 






May, 1896, . 


4,270 




of June, 1896, 


63 




„ in month of June, 










180,829 


1896, . 


7 




A^lications under “ Land Law 










4,277 


^teland) Act, 1881,” to have 












Fair Rents fixed in Court, 












transferred from Civil Bill 






By Sub-Commissions to Slat 






Courts, to 31st May, 1896, 


9,470 




May, 1896, 


158,134 




Do. in month of June, 






„ in month of June, 






1896, 


4 




1896, . 


192 








9,474 






158,326 


Applications by Ijeaseholders 












under “I^udlAw (Ireland) Act, 












1887,” to hare Fair Rents fixed 






Dismissed — 






in Court to 31st May, 1896, . 


29,041 










ApplicationB received in month 






To 3Ist May, 1896, 


7,933 




of June, 1896, . . 


2 




In month of June, 1896, 


15 








29,043 






7,948 


Number of Cases under the 












” Redemption of Rent (Ireland) 












Act, 189*1,” which were treated 






Struck out — 






as Applications to fix Fair 












Rents,* to 31st May, 1896, 


773 




To 31st May, 1896, . 


35,377 




„ received in June, 1896, . 


6 


779 


In month of June, 1896, 


6 


35,383 


AppHcntions by Ijeaseholdors 








under “Land Law (Ireland) Act, 












1887," to have Fair Rents fixed 






Withdrawn! — 






in Co\irt, ti-ansferred from Civil 












Bill Courts, to 31st May, 






To 31st May, 1896, . . 


14,475 




1896, . 


1,379 




In month of June, 1896, 






Do. in month of June, 










14,477 


1896, . 

















1,879 














Total disposed cf, 


— 


220,411 


Total, . 


— 


221,604 









* These arealso included in Redemption of Bent, Table (iz.), page 7, 

4 An appUcatics lo fix a Fair Kant cannot be withdrawn without the consent of both Landlord and Tenan^ and it may 
he Inferred wnere applications fur leaye to withdraw are made, that a rent has been agreed upon between the putiea 

A2 
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SECOND STATUTORY TERM. 



Applications under “Land Lav 
^reland) Act, 1 881,” to have Fair 
Rents fixed in Court for a Second 
Statutory Term to 31st May, 

1896 

Applications received in month of 
June, 1896, , . . • 


458 

156 




Rents fixed — 

By Chief Commission to 31st 
May, 1896, 

„ in month of June, 1896, 


- 




614 


By Sub-Cmmnissions to SIst 
May, 1896, 

„ in month of Juno, 1896, 


65 








65 


Applications under “land Iaw 
(I reland) Act, 1881," to have 
Fair Rents fixed in Court for a 
Second Statntiny Term trans- 
ferred from Civil Bill Courts to 
81st May, 1896, . 

Do. in month of June, 
1896, . 






Dismissed — 

To 31st May, 1896, 

In Month of June, 1896, 


z 


92 




Struck out — 

To 31st May, 1896, . 

In month of June, 1896, 


3 






101 


Withdrawn*— 

To 31st May, 1896, 

In month of June, 1696, . 










— 
















Total, . . 




715 


Total disposed of, . 




68 



* Au applicnlioD to fix a Fair Bent cumot bo withdrawn witiiout tlio coa^ont of both Landlord and Tenant, and 
Inferred, whnrc epplicatioca for leave to withdraw ore made, that a reot baa boon ogroed upon between the partica 

{b.) Out of Court. 

FIRST STATUTORY TERM. 


it may be 


Agreements out of Court, in Form 33, fixing Fair Rent to Slat May, 1896, 

Do., do. in month of Jime, 1896, 


117,205 

99 


Total, ... ... 


117,304 


SECOND STATUTORY TERM. 


Agreements out of Court, in form 86, fixing Fair Rent for a Second Statutory Term to 3Ist 

May, 1896 

Co., do. in month of June, 1896, 


1 


Total, ..... 


1 



II. — Mtscellakeocs Originating Notices.! 



MisceUaneoasOriginatingNotices 
{e.g.y Sale of Tenancies and 
R^umptiou of Holdings, Jfo.) : 
Applications received to 31st 
May, 1S96, . 

Applications received in 
month of June, 1896, 


1,463 

5 


1,467 

37 


Number disposed of to 31st May, 1896, . 
„ in month of June, 1896, 


2,403 

5 


MisccUaneonsOriginatingNotices 
Ug., Sale of Tenancies and 
Resumption of Holdings, Jtc.) 
transfen-ed from Civil Bill 
Courts to 31st May, 1896, 

Do in month of June, 
1896, . 


37 






Applications by Leaseholders to 
be declared Tenants of present 
Tenandns (Form 81) received 
to disc May, 1896, 
Applications in month of 
June, 1896, 


1,043 










1,043 






Total, . 


— 


2,647 


Total disposed of. 


2,408 



t The first notice of application to the Court, seeking its decision upon the true value of a tenancv, fkir rent, avoidance 
«f leases, or any other quescioo n-hieh the Court has juriidictton to decide under the Act, ia termed an Originating Notice. 
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JII. — Appuoa.tion*s by Lessee or Grantee to have Lease or Grant executed binge 1st 
January, 1869, declared Void (“Land Law (Ireland) Act, 1887),” — sec. 2. — Form 80. 



Number of ApplicatLons received to 23rd 
February, 1888,* 


65 


Leases or Grants declared void to 
31st May, 1896, . 
„ in month of June, 

1896, . 


22 


22 

30 

3 






Applications dismissed or struck 
out to ,3Ist May, 
1806, . 

„ in month of June, 

1896, . 


30 






Applicadoos •antlidrawn or com- 
])roinised to 31st 
May, 1896, . 

„ in month of June, 

1896, . 


3 










Total, 


55 


Total disposed of, 


- 


65 



* Tb« time limited in the Act for lodsing an Application of this kind expired oa the 23rd Febraorjr, 1888. 



IV. — Applications by Middleman claiming to be entitled to surrender his Holding 



UNDER SEC. 8 op “ Land Law (Ireland) Act, 1687.” — Form 83. 



Number of Applications received 
to Mst May, 1896, 

„ in month of June, 
1896, . 


13 


13 


Applications granted to 31st May, 
1896,. 

„ in month of June, 

1896, . 


2 


2 


„ Transferred from Civil 

Bill Courts to 31st 
May, 1896, . 

„ in mouth of June, 

1896, . 


3 


A])plications dismissed or struck 
out to 31st May, 
1896,. 

„ in mouth of June, 

1896,. 


0 






3 


Applications withdrawn to 3Ist 
May, 1896, 

„ in ntonth of June, 

1896, . 


























Total, 


— 


16 


Total disposed of. 


- 


U 



V. — Proceedings under the Labourers (Ireland) Acts, 1883 — 1891. 



Applications received to 31st May, 
1896, .... 

„ in Juno, 1896, . 


4,U3 

16 


Bents Fixed to 31st May, 1896, . 
„ in June, 1896, . 


3,528 

24 








Applications dismissed, struck out, 
and withdrawn to 
31st May, 1896, . 

„ in June, 1896, 


367 


367 










Total, 


4,159 


Total disposed of, 


— 


8,919 



A 3 
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VI. — Appea]-3 re Fair Rents, &c. 



FIRST STATUTORY TERM. 



Nuiubei’ of Appeals lodged to 51st May, 
1896, 

„ in moatb of June, 1896, . 


44,862 

68 


NuTnbor hcai'd to Slat May, 
1890, . 

„ in month of Juno, 
1S9G, 


22,984 

83 


23,067 

801 

20,844 






, Nnmlwr Jiatniasod or struck out 
to 31st May, 1896, 

„ in month of J uuo, 
1896, . 


801 






Nnruber witlulmwii to Slat May, 
1890, . 

„ ID mouth of June, 
1896, . 


20,808 

36 














Total Nuinbov disposed of. 


- 


44,712 






Remaining to Iw disposed of, 


- 


203 


Total, . . . . 


44,915 


Totivl, 


— 


44,915 I 



SECOND STATUTORY TERM. 



Number of Apj^eals lodged durmg Second 
Statutory Term to 3!st May, 1896, 

„ in month of June, 1896, 


22 

23 


Number hoard to 31st May, 
1896, . 

„ in mouth of Juno, 

1896, . 


1 








Number dismiHsed or struck out 
to 3Ist May, 1S9G, 

,, in month of Juno, 
1896, . 


- 








Number withdrawn to Slst May, 
1896, . 

„ in month of Juno, 

1896, . 


2 


















Total Niimljcr disposed of, 


- 


3 






Remaining to be disposotl of, 


- 


42 


Total, . 


45 


TotiJ, 


- 


45 



VII. — Purchase op Land (Ireland) Acts, 1,885 and 1888. 



— 


Number. 


Amount. 


Loans applied for to Slst May, 1896, ..... 

„ in June, 1896, . . . ‘ . 


29,531 

f> 


£ 

11,423,662 

3,799 


Deduct Applications refused, 


29,536 

3,796 


11,427,461 

1,448,945 




25,740 


9,978,516 


Loans sanctioned to Slst May, 1896, ..... 

Loans sanctioned in month of June, 1896, . . . . . 


25,710 

5 


9,963,801 

3,799 




26,721 


9,967,600 


Loans issued to Sl.st May, 1896, ...... 

Loans issued in month of June, 1896, . . . , . 


25.242 

12 


9,960,026 

5,212 




26,254 


9,965,238 
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VIII. — Purchase op Land (Ireland) Act, 1891. 





Number. 


AomudL 


Number. 


Amount. 






X 




X 


Loans applied for to Slat May, 1896, 


8,480 


2,818,581 






„ in June, 1896, . . 


290 


66,651 




2,875,232 










Loans applied for in anscs of Purchase of Estates to Slat 








May, 1896, 


2,781 


702,476 






Leas applications since withdrawn, 


5 


3,799 








2.776 


698,677 






Loans applied for in month of June, 1896, , 


34 


6,469 


2,810 


705,146 








Total mimborof Loans appliocl for to SOth. June, 1896, 








11,580 


3,580,378 


Less ap{>lications refused to SOtli June, 1896, 


1326 


238,315 


„ „ in cases of Purchase of Estates to 








SOth June, 1896, 


794 


222,635 


1,320 


460,950 














10,260 


3,119,428 


Loans sanctioned to SIstMav, 1396, 


6,990 


2,343,335 


„ in Jane, 1896, .... 


372 


71,289 


7,362 


2,414.624 


Loans sanctioned in cases of Porchnse of Estates to 31st 






May, 1896, 


1,341 


353,388 






„ in June, 1896, .... 


72 


9,050 


1,413 


362,438 








Total nnmlter of Loons sanctioned to SOth June, 189C, 

Less applications I'escinded hy Oixler of Conrt to SOLh 


- 


- 


8,775 


2,777,062 


Jane, 1896, ...... 


77 


44,317 






„ in coses of Purchase of Estates, by Oitler 








of Conrt to SOth June, 1896, . 


122 


48,940 


199 


93 257 














8,576 


2,683,805 


Loons issued to 31st May, 1896, 


6,900 


1,986,708 


„ in June, 1806, .... 


133 


26,881 


6,033 


2,013,589 








„ in cases of Purcliose of Estates to 31st 

May, 1896 


1,127 


281,084 






„ in June, 1896, .... 


— 


— 


1,127 


281,084 








„ in coses under the Kedemption of Bent Act, 






to 31st May, 1896, 


67 


60,160 






„ in June, 1896, . . . . 


1 


180 


58 


60,340 














7,218 


2,355,013 



IX. — Redemftion op Hent (Ireland) Act, 1891. 



Apjdiciitioiuj I'ccclveil to 3Ist May, 
1896, . . . . 

in June, 1806, 


917 

6 


Number of cases in which Consents to Rc> 
deiuption of Renthaveljcen received 
and coses treated os Agreements to 
Purchase to 31st May, 1896, 


130 








Number received in June, 1896, 


- 


130 






Number of cases in which no Consents weie 
received and which were treated 
n.s ap|)UcatioQS to fix Pair Renta* 
to 3 1st May, 1896, 


773 






Number of cases in which time hod ex- 
pired for receiving consents in 
month of June, 1896, 


6 


779 














Number of cases in which applications have 
been received but where time for 
lodgmentof consenthas not expired 




909 

14 


Total, 


923 


Total, 


— 


923 



Unit 
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CIVIL BILL COUKTS. 



MONTH OF JUNF, 1896. 



Summary of Proceedings under “The Land Law (Ireland) Acts, 1881 and 
1887,” as notified to the Irish Land Commission, up to the 30th day 
of June, 1896, 



I.— “Fair Kent. 

(a.) In Court. 



FIEST STATUTORY TERM. 



Applications under “Land Law 
(Ireland) Act, 1881,” to lutve 
Fair B^ts fixed in Court to 
31st May, 1696, 

Applications received in month of 
June, 1896, .... 


29,643 

13 




Rents fixed to 31st May, 1896, . 
„ in month June, 

1896, . 


17,014 

17 


17,031 


29,666 


Applications dismissed or struck 
out to Slat May, 


3,843 

6 


Applications by Leaseholders 
under “Land Law (Ireland) 
Act, 1887,” to have Fair Rents 
fixed to 31st May, 1896, . 

Applications received in monUi of 
June, 1896, .... 




„ in month of June, 

1896, . 


3,849 


4,179 

1 


4,180 


Applications withdrawn* to Slat 
May, 1896, . 

„ in month of June, 

1896, . 


443 


Applications to fix Fw Rents in 
Civil Bill Courts under sec. 6 
“ Land Lew (Ireland) Act, 
1867,” when an ejectment is 
pflTwlirtg, to 31st May, 1806, . 

Applications received in mon^ of 
June, 1896, .... 






447 

10,853 


2,403 

4 


2,407 


Applications transferred to Irish 
Land Oommission 
Court to 31st IVIay, 
1896, . 

„ in month of June, 

1896, . 


10,849 

4 










Total, . 


— 


36,243 


Total disposed of, . 


- 


32,180 



SECOND STATUTORY TERM. 



Applications under “Land Law (Ireland) 
Act, 1881,” to have Fair Rents fixed in 




Rents fixed to 31st May, 1896, 








„ in month of June, 






Court foraSecondStatutoryTerm to 31st 
May, 1896, . .... 


177 


1896, . 


23 


23 


Applications dismissed or struck 








Applications received in montii of June, 




out to 31st May, 






1896 


10 


1896, . 

„ in month of June, 


— 








1896, . 


2 








Applications withdrawn* to 31st 










May, 1896, . 


— 








„ in month of June, 










1896, . 


1 


1 






Applications transferred to Irish 








Loud CommiasLon, 










to 31st Muy, 
1896, . 


92 








„ in month of June, 










1896, . 


9 


101 










Total, 


187 


Total disposed of, 


- 


127 



• An appUcntiuu to fix a Fair RenI cannot be withdrawn withmit the consoot of both Landlord and Tenant, and it may 
be Inferred, where appUcationa for leave to withdraw are made, that a rent hat been agreed upon between the partiet. 
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(6.) Out of Court, 

FIRST STATUTORY TERM. 



Agreements out of Court, in Form Ko. 33, fixing Fair Rent to 31st May, 1896, 

Do., do. in month of June, 1896, 

Total, ..... 



7,216 



7,215 



II. — Miscellaneous Orioinatino Notices.* 



jMiscellaneoTia Originating Notices 
(€.g., Sale of Tenancies and 
B^mption of Holdings, &c.): 
Applications received to 31st 
May, 1896, . 

Appli^tiona receiTed in 
month of June, 1896, 

Applications by Leaseholders to 
be declared Tenants of present 
Tenancies (Form 81), received 
to 31st May, 1896, 

Applications received in 
month of Jvme, 1896, 



Number disposed of to 31st 
May, 1896, . 

„ in month of June, 
1896, 

Transfeiredto Irish Land Commis- 
sion Court to Slat May, 1896, 
Transfen-ed in month of 
Jitne, 1896, .... 



Total disposed of. 



312 




— 


312 


37 






37 


- 


349 



* The first notice of appUcjuion to the Court, seeking; Its decision upon the true value of a tenancy, fair rent, avoidance 
of leases, or any other question which the Court baa juriadictiou to dadds under the Act. is termed aa Oiiginating Notice. 



III. — Applications by Lessee or Grantee to ha?b Lease or Grant executed since 
1st January, 1869, declared Void (“Land Law (Ireland) Act, 1887,"— sec. 2) — 
Form 80. 



Nombor of Applications received to 23rd 
Fehmary, 1^8, t .... 


6 


Leases or Grants declared void to 
31st May, 1898, 
„ in month of Jane, 1896, . 


- 








Applications dismissed or struck 
out to 31st May^ 
1896, 

„ in month of June, 1896, . 


6 








Applications withdrawn or com- 
promised to 31st 
May, 1896, 

„ in month of June, 1896, . 


- 








Applications traimferred to Irish 
Xiond Commission 
Court, to Slst 
May, 1896, 

„ in month of June, 1896, . 


- 














Total, 


6 


Total disposed o^ 


— 


6 



f The time limited in the Act for lodging an Application of this kind expired on the 2Srd Fehmary, 1888. 
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IV. — Applications by Middleman claiming to be bntitebd to sorrender ms holding 
UNDER sEO, 8 OF Land Law (Iebland) Act, 1887,” — Form 83. 



Number of Applications received to 31st 
May, 1896, 

H in month of June, 1896, 


22 


Applications granted to Slat May, 
1896, 

„ in month of June, 1896, 


3 








Applications dismissed or struck 
out to 31st May, 
1896, . 

„ in month of Juno, 1896, 


4 








Applications withdrawn to 31st 
May, 1890, 

„ in month of Juno, 1896, 


1 








Applications transfeired to Irish 
Land Commission 
Court to Slat 
May, 1896, 

„ in month of June, 1898, 


3 














Total, 


22 


Total disposed of, 


- 


11 



Irish Land Commission, \ 
30th July, 1896. J 



JOHN H. FRANKS. 



PrioM for Hor Ukjeitr’a Suuioatry Office, 

Bjr Aux. Thom k Co. (lAoitod), U7, 88, & 89. Abbor-KiMt. 
Tbo Qaon'i Priatiog OlUce. 
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